COST                                                                                                                        FY-81

ACCOUNT      TITLE                                                                    MANAGER               FUNDING                    PAGE

SPECIAL

REQUESTS             OTHER

EGA                         NATIONAL WASTE TERMINAL STORAGE PROGRAM             RJ CASH                                    $ 924K                                      28

AND SPENT FUEL ENGINEERING

ECB                         FUSION REACTOR SAFETY SUPPORT STUDIES                       LD MUHLESTEIN                          441                                        30

SUBTOTAL            31365K

TOTAL             $7262K
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